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071109/66 

R 20I925Z DEC 76 

EM AMEMBASSY SANTO DOMINGO 

TO SECSTATE WASHDC 9166 

INEO SECDEF WASHDC 

JCS WASHDC 

CINCLANT 

DOD/ISA WASHDC 

CONFIDENTIAL SANTO DOMINGO 6097 

PLEASE PASS ISA ASS'T SEC MCAULIEEE EROM AMB HURWITCH 

E.O. 1 1652: GDS 

TAGS: EAID, ENRG, MASS, DR 

SUBJECT: ARMY POWER BARGE WEBER 

REF: SECDEF ISA 2353 P I72335Z DEC 76 

1. EULLY AGREE COOPERATION DOD AND AID EXCELLENT AND AM 
PARTICULARLY APPRECIATIVE OE YOUR PERSONAL INVOLVEMENT AND 
ASSISTANCE. 

2. INEORMATION AND GUIDANCE CONTAINED IN YOUR MESSAGE 
UNDER REFERENCE VERY USEEUL. AS YOU KNOW, TWO DOMINICAN 
ELECTRICAL ENGINEERS AND ONE DOMINICAN NAVAL OFEICER LEFT 
FOR FT. BELVOIR AND WE HOPE THAT MEETING WITH ARMY ENGINEERS 
THERE WILL CLARIEY MATTERS. ONCE AGREEMENT IS REACHED, 

WE AT OUR END SHALL DO EVERYTHING POSSIBLE TO ENSURE THAT 
ARMY AND DOMINICAN ENGINEERS AS WELL AS ANY OTHER 
PERSONNEL INVOLVED COLLABORATE AS EFEICIENTLY AND 
EEEECTIVELY AS POSSIBLE. 

HURWITCH 

CONEIDENTIAL 
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